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HSAJXJUARTBERS APPROVAL HO. 59-2 
Contract Ho. SP-1918 
Customer Ho. 1 


You are authorized to train two electric ians to work 
either with a WS crew or replace electricians presently 
oe assignment under Contract Ho. SC- 59 . It is understood 
that two Aircraft Technicians presently cleared will be 
selected and will be trained at the Tost Site. The tr aining 
period is not to exceed sixty ( 60 ) days. 

She cost of this training is to be charged to Customer 
Ho. 1 under Contract Bo. SP- 1918 . 
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